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1* ftli — >raaduw ooaflwi the nislniMt for alsw chang es 
to teatral On— nmloatioa* Are m spaces in the ref — enccfl BbIMH 
now being built* The require— at end Its practicability were 


discussed with 
nesting. 


end his staff at a recant 
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2* The areas affected are identified ee "Como” assigned 
speees 52, 55, 5h, and 60. The specific changes requested are 
as follows : 

1. Door 39^-5- Delete. Sot required. 

2. Door 393/3* Install at the opposite end of the well 
la the position shewn on the attached drawing. 

3* Door 398/5* Server se awing. Door to awing into area 
5*t. Butte to be on left head facing door free area ?A. 

k» I n stall vault door in concrete wall between area 60 
designated "Classified Rubbish Disposal” and 5h”3— no” 
Area. 


3. The vault door is intended to provide a direct approach 
froi the corridor to the Central Oc— nmloatloos Am. The other 
changes allaiaate one doer not required and relocates one door 
for better equlpweat layout. 
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